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Health Bulletin Time: 6:00 PM 
HONO EA 7 5 2 5 В E NI RNS 
Ж) Positive Today: 4402 ҰЛ Recovered Today: 1956 
XX Death Today: 06 Ў) Active Cases: 22962 
5+5 Sample Positivity today: 11.85% R% Recovery Percentage: 89.96% 
l. Total cumulative Positive COVID-19 detected: 382133 
2, Total Number (%) of COVID-19 Patients Treated/ Cured: 343753 (89.96%) 
2. Total Number (96) of COVID-19 patients migrated out of state: 7962 (2.08%) 
4. Total Number (96) of COVID-19 Deaths: 7456 (1.95%) 
5. Number of samples found negative for COVID-19 today: 32748 
6. Total number of samples sent for COVID-19 testing today: 33894 
7. Total number of cumulative samples found negative: 8562226 
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Uttarakhand State Control Room 


Integrated Disease Surveillance Programme C%VID-19 


Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun Uttarakhand State Control Room 


Detailed Status of Sample Tested 





: Negative и Positive 

Negative А Positive : 

: Cumulative Е Cumulative 

in last 24 in last 24 : : 
(including 
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duuus Pvt. Lab) mu Pvt. Lab) 
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Details of Districts having Positive COVID-19 Cases 
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Uttarakhand State Control Room 


Integrated Disease Surveillance Programme C&VID-19 


Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun punc co вка 
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Hospital Wise Death 


I : No. of 
District = Cumulative Deaths Name of The Hospital 


AIIMS Rishikesh ,Dehradun 
Dehradun 3550 Kailash Hospital, Dehradun 
Premsukh Hospital, Dehradun 


| 





Details of State Control Room 


E-mail: covid19statewarroomuk@email.com,idsputtarakhand@email.com 





Tollfree No: 104/01352609500 


E. Whatsapp No. 9412080544 


Details of District Control Rooms 


Ман 
7617429778, 9068787120, 7830839443, 01372-252187, 01372-251437 
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Integrated Disease Surveillance Programme 
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æ Uttarakhand State Control Room 


Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun 


C&VID-19 


Uttarakhand State Control Room 


COVID-19 Vaccination 


19th January 2022 


# Sessions Held Today: 1154 

# Number of Beneficiaries Vaccinated Today: 37758 
* Total Number of Beneficiaries Partially Vaccinated: 8368996 
* Total Number of Beneficiaries Fully Vaccinated: 6775430 
* Total Number of Beneficiaries Given Precaution Dose: 115019 


Details of Beneficiaries Vaccinated in Uttarakhand 


Last 24 15-17 
hrs CIS 18* years 18* years 
1st And yea Partially Fully 
Partially : ` 
2nd Vaccinated vaccinated Vaccinated 
(1st Dose (Both Dose 


Dose 
(1st Dose 
Coverage) Coverage) Coverage 


Amor —— 1599 23375 378569 296728 6017 5991 9945 9368 7171 
13306 185357 155804 2514 2478 2319 2292 5082 
1132 15812 272232 250630 3987 4018 6486 6577 5677 


7214 


Partially Fully 
Vaccinated | Vaccinated 

(1st Dose (Both Dose 

Coverage Coverage) 


Partially Fully 
Vaccinated | Vaccinated 

(1st Dose | (Both Dose 

Coverage Coverage) 


Total Dose 
Coverage 





